+= e-oftalmo.cbo HE ETENaE 


www .e-oftalmo.cbo.com.br http://dx.doi.org/10.17545/e-oftalmo.cbo/2016.98 


e-Oftalmo.CBO: An innovative scientific journal 
e-Oftalmo.CBO: uma publicação periódica científica inovadora 
e-Oftalmo.CBO: una publicación periódica científica innovadora 


Carlos Augusto Moreira Júnior. Federal University of Parana - UFPR, Curitiba, PR, Brasil. moreiraretinaOgmail.com 
Keila Monteiro de Carvalho. Faculdade de Ciências Médicas, Universidade Estadual de Campinas - FCM/UNICAMP, Campinas, SP, Brasil. keilammcQgmail.com 


Dear Colleague 


This issue (Number 4, Volume 2) is the last one for 2016. 


e-Oftalmo.CBO: Digital Journal of Ophthalmology is a scientific journal that uses advanced 
technological resources rarely seen in the Brazilian context. 


We have sought to innovate by publishing, in addition to the traditional PDF/A version files, 
audio files of all the articles, which can be listened to via a mobile phone, tablet or even in car. Articles 
can also be read because the interface we use to publish articles in PDF/A is also compatible with 
mobile devices. 


We usually present our editorials in video format to form a closer relationship with 
ophthalmologists. We encourage the publication of videos in a dedicated section of e-Ophthalmo that 
we have created for this purpose. Have you produced an interesting video? Why not submit it to our 
editorial board for publication? 


On the cover page of each issue of e-Oftalmo.CBO, you will find the playlist of all the video and 
audio files published in the previous issue. 


The articles are also published in English to make them accessible to non-Portuguese- 
speaking readers and authors. 
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